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U. S. NAVAL HOSPITAL 
MARE ISLAND, VALLEJO, CALIFORNIA TJC: 
NHL5/A9=4,(85=2) 
DOGUMENTS SECTION 
23 rane ee 


From: Officer in Charge, Artificial Limb Department 
To: The Commanding Officer 


Subj: Monthly report on the experimental work of the Artificial Limb Department 


ty * 
Ref: (a) Advisory Committee on Artificial Limbs ltr of 21 Jun 1948 oe 
(b) Research Division ltr of 24 Jun 1949, BUMED CODE 71/DJD:gh 


1. Monthly report required by references (a) and (b) is hereby submitted. 


y 2. The Artificial Limb Department is being transferred from the Naval Hospital, 
Mare Island, Vallejo, California, to the Naval Hospital, Oakland, California. 


% | 3. It is requested that all future rere be addressed to the Naval 
{ Hospital, Oakland, California. 


T. J. CANTY 
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